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25, March 1959 


Boa Contrecting Officer, Contract 8¢-56 
Subject: Contract 50-56, Final Report — 
Pursuant to Part V, entitled "Reporte and Final ‘ecaptance,” 


of subject contract, the contractor hereby eubmite hie final report. 
ALL of the services required by the contract were completed 

ae of 16 Novesher 1958. All billings have been submitted and payment 

therefor has been received. 


The finel smowt of unexpended and available fun4s from the 
period 1 July 1958 thru 16 Hovesber 1958, therefore, is $45,160.14, 


If you concur, your letter indicating acceptance of this fined 
report will be appreciated. 


Very truly yours, 


ed 
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